“do-it-itself” 
Slide viewer. 


They automatically pass in review here. 


You stack a whole box of slides here. 


@rgus 693 ELECTROMATIC 





They re-stack themselves in sequence here automatically. 


Compact. Fully automatic. Motor-driven. 
There is nothing else like the new Argus 693 Elec- 
tromatic Slide Viewer. Takes a full box of slides 
at one time. Feeds them into the viewer automati- 
cally. Magnifies them 3 times. Then stacks them 
in order on the other side. Automatically. Silently. 
Takes both cardboard and plastic-mounted slides, 
keeps them in sequence for immediate re-showing. 











It’s so handy, you don’t need a screen or even a 
darkened room. Just stack ’em up and show ‘em 
off. At less than $20. a wonderful gift idea, too! 
Like all Argus products, it’s covered by that incred- 
ible Argus unconditional guarantee. It protects 
you, not just from “defective materials and work- 
manship” but from everything, including, kids, 


dogs, and sccidens IPQGus. i 





